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E.O. 11652: NXA 
TAGS: BMEP, MZ 

SUB J : CABORA BASSA HYDROELECTRIC SCHEME 
REF: LUANDA'S A-71 

1. MEPD HAS MENTIONED TO MORRISON-KNUDSEN AND 
GENERAL ELECTRIC THAT AMERICAN PARTICIPATION IN 
NEXT PHASE OF CABORA BASSA MIGHT BE WELCOMED. 

2. GENERAL ELECTRIC VERY INTERESTED BUT INQUIRED 
WILL THE NORTH SIDE INVOLVE ADDITONAL TURBINES 
OR POWER GENERATING EQUIPMENT, AND IF SO, WHAT 
KIND AND SIZE? 

3. WOULD APPRECIATE POST'S PROVIDING THESE 

DETAILS FOR GE AND ANY CONSTRUCTION INFO THAT MIGHT 
BE AVAILABLE FOR MORRISON-KNUDSEN. MEPD VERY 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 STATE 196866 

PLEASED WITH INFO PROVIDED ON CABORA BASSA AND WITH 
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POST'S INTEREST IN OBTAINING U.S. PARTICIPATION 
IN NORTH SIDE. TELEGRAPHIC REPLY REQUESTED. 

DECONTROLLED FOLLOWING OCTOBER 3, 1974. KISSINGER 


LIMITED OFFICIAL USE 
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